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IS 

product devel. 

histopath. slides 

0.011 

17.5 

box 

11 

_ 



laboratory notes 

0.004 

400 

binder 

1 

German 




0.005 

F17.4 

box 

1 

German 




0.064 

F17.4 

binder 

21 

German 



tissue blocks 

0.010 

17.5 

box 

2 

- 

21 

new bioassays 

histopath. slides 

0.028 

17.5 

box 

28 

- 



laboratory notes 

0.160 

F17.4 

binder 

40 

German 

28 

new bioassays 

histopath. slides 

0.004 

17.5 

box 

4 

- 



laboratory notes 

0.448 

F17.4 

binder 

112 

German 

29 

new bioassays 

histopath. slides 

0.020 

17.5 

box 

20 

- 



laboratory notes 

0.010 

F17.4 

box 

2 

German 




0.064 

F17.4 

binder 

16 

German 



tissue blocks 

0.020 

17.5 

box 

4 

- 

33 

product devel. 

histopath. slides 

0.006 

17.5 

box 

6 

- 



1aboratory notes 

0.005 

F17.4 

box 

1 

German 




0.006 

400 

binder 

2 

German 




0.036 

F17.4 

binder 

9 

German 



tissue blocks 

0.010 

17.5 

box 

2 

- 



wet tissues 

0.022 

807 

g1 assjar 

22 


34 

new bioassays 

histopath. slides 

0.005 

17.5 

box 

5 

- 



laboratory notes 

0.DO4 

400 

binder 

1 

German 




0.032 

F17.4 

binder 

8 

German 



tissue blocks 

0.010 

17.5 

box 

2 

- 

249 

new bioassays 

1aboratory notes 

0.004 

F17.4 

binder 

1 

German 

26 S 

new bioassays 

protocol 

0.004 

R021 

book 

4 

Eng 1ish 



report 

0.095 

R021 

book 

95 

English 

500 

new bioassays 

protocol 

0.001 

R021 

book 

1 

English 



report 

0.004 

R021 

book 

4 

English 

1013 

product devel. 

histopsth. slides 

0.020 

17.5 

box 

20 

- 




0.060 

400 

box 

60 

- 




1.290 

F17.5 

box 

1290 

- 



1aboratory notes 

0.070 

F17.6 

box 

14 

German 




0.068 

400 

binder 

22 

German 




0.384 

R021 

binder 

96 

German 




0.808 

F17.4 

binder 

202 

German 




1.890 

R021 

box 

378 

German 



report 

0.132 

R021 

book 

132 

English 



tissue blocks 

0.440 

17.5 

box 

88 

- 

1044 

new bioassays 

histopath, slides 

0.003 

17.5 

box 

3 

- 



1aboratory notes 

0.012 

400 

binder 

3 

German 




0.108 

F17.4 

binder 

27 

German 

1046 

new bioassays 

protocol 

0.006 

R021 

book 

6 

Eng 1ish 



report 

0.006 

R021 

book 

6 

English 

1047 

new bioassays 

histopath. slides 

0.003 

17.5 

box 

3 

- 



laboratory notes 

0.012 

400 

binder 

3 

German 




0.132 

F17.4 

binder 

33 

German 



tissue blocks 

0.015 

17.5 

box 

3 

- 

1049 

new bioassays 

histopath. slides 

0.001 

17.5 

box 

1 

- 
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1D49 

new bioassays 

histopath. slides 

0.003 

400 

box 

3 




laboratory notes 

0.010 

F17.6 

box 

2 

German 




0.020 

400 

binder 

5 

German 




0.266 

F17.4 

binder 

67 

German 



tissue blocks 

0.015 

17.5 

box 

3 


1150 

product devel. 

histopath. slides 

0.001 

17.5 

box 

1 

— 



laboratory notes 

0.004 

17.4 

binder 

1 

German 




0.010 

F17.6 

box 

2 

German 




0.016 

400 

binder 

4 

German 




0.196 

F17.4 

binder 

49 

German 



tissue blocks 

0.015 

17.5 

box 

3 


1160 

new bioassays 

histopath. slides 

0.020 

17.5 

box 

20 

_ 



laboratory notes 

0.025 

F17.6 

box 

5 

German 




0.080 

400 

binder 

20 

German 




0.980 

F17.4 

binder 

245 

German 



tissue blocks 

0.150 

17.5 

box 

30 

- 

1199 

product devel. 

histopath. slides 

0.372 

400 

box 

372 

_ 



laboratory notes 

0.003 

RG21 

computer tape 

3 

German 




0.003 

R806 

computer tape 

3 

German 




0.015 

F17.6 

box 

3 

German 




0.024 

400 

binder 

6 

German 




0.132 

F17.4 

binder 

33 

German 



tissue blocks 

0.060 

17.5 

box 

12 

_ 

1202 

new bioassays 

histopath. slides 

0.003 

400 

box 

3 

- 



laboratory notes 

0.004 

FI 7.4 

binder 

1 

German 



tissue blocks 

0.005 

17.5 

box 

1 

- 

1203 

new bioassays 

laboratory notes 

0.008 

F17.4 

binder. 

2 

German 

1204 

new bioassays 

laboratory notes 

0.008 

F17.4 

binder 

2 

German 

1207 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

1214 

new bioassays 

histopath. slides 

0.225 

400 

box 

225 

- 



laboratory notes 

0.025 

F17.6 

box 

5 

German 




0.040 

400 

binder 

10 

German 




0.160 

F17.4 

binder 

45 

German 



tissue blocks 

0.050 

17.5 

box 

10 

- 

1215 

pesticides 

laboratory notes 

0.376 

F17.4 

binder 

94 

German 



wet tissues 

0.004 

807 

glassjar 

4 

- 

1216 

product devel. 

laboratory notes 

0.004 

400 

binder 

1 

German 




0.068 

F17.4 

binder 

17 

German 

1213 

new bicassays 

laboratory notes 

D. 004 

F17.4 

binder 

1 

German 

1233 

biokinetics 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

1234 

new bioassays 

histopath. slides 

0.036 

400 

box 

36 

- 



laboratory notes 

0.004 

400 

binder 

1 

German 




0.005 

F17.6 

box 

1 

German 




0.020 

F17.4 

binder 

5 

German 



tissue blocks 

0.010 

17.5 

box 

2 

- 



wet tissues 

0.036 

807 

glassjar 

35 

- 

1249 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

1250 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 


S&Z&T6SZ0Z 
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1251 

new bioassays 

histopath. slides 

0.010 

4D0 

box 

10 




laboratory notes 

0.005 

F17.6 

box 

1 

German 




0.024 

400 

binder 

6 

German 




0.112 

F17.4 

binder 

28 

German 



tissue blocks 

0.005 

17.5 

box 

1 


1253 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

1254 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

1255 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

1261 

single components 

histopath. slides 

0.004 

400 

box 

4 

- 



laboratory notes 

0.004 

400 

binder 

1 

German 




0.005 

F17.6 

box 

1 

German 




0.012 

F17.4 

binder 

3 

German 



wet tissues 

0.116 

807 

glassjar 

116 

- 

1 271 

product devel. 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

1272 

product devel. 

laboratory notes 

0.004 

F17.4 

binder 

1 

Germ an 

1279 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

1260 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

1261 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 




0.008 

400 

binder 

2 

German 

1282 

single components 

histopath. slides 

0.016 

400 

box 

16 

- 



laboratory notes 

0.004 

400 

binder 

1 

German 




0.005 

F17.6 

box 

1 

German 




0.020 

F17.4 

binder 

5 

German 



wet tissues 

0.231 

807 

g1 assjar 

231 

- 

1269 

new bioassays 

histopath. slides 

0.001 

17.5 

box 

1 

- 




0.015 

400 

box 

15 

_ 



1 aboratory notes 

0.004 

400 

binder 

1 

German 




0.005 

F17.6 

box 

1 

German 




0.024 

F17.4 

binder 

6 

German 



tissue blocks 

0.010 

17.5 

box 

2 

- 



wet tissues 

0.160 

807 

glassjar 

180 

_ 

1290 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

1291 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

1292 

new bioassavs 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

1293 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

1297 

single components 

histopath. slides 

0.023 

400 

box 

23 

- 



laboratory notes 

0.004 

400 

binder 

1 

German 




0.005 

F17.6 

box 

1 

German 




0.016 

F17.4 

binder 

4 

German 



tissue blocks 

0.005 

17.5 

box 

1 

_ 



wet tissues 

0.460 

807 

glassjar 

480 

- 

1305 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

1306 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

1307 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

1306 

new bioassays 

laboratory notes 

0.004 

FI 7.4 

binder 

1 

German 

1309 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

1310 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

1321 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 


9^T6820Z 


Source: https://www.industrydocuments.ucsf.edu/docs/yjvkOOOO 







STAND: 19-N0V-93 


SEITE 


PROJECT 

NUMBER 

CATEGORY 

RECORD 

TYPE 

QUANTITY 

(M3) 

LOCATION 

MEDIUM 

TYPE 

N 

LANGUAGE 

1322 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

1378 

new bioassays 

laboratory notes 

0.004 

400 

binder 

1 

German 




0.004 

F17.4 

binder 

1 

German 




0.005 

F17.6 

box 

1 

German 



tissue blocks 

0.005 

17.5 

box 

1 

- 



wet tissues 

0.042 

807 

glassjar 

42 

- 

1380 

single components 

histopath. slides 

0.066 

400 

box 

66 

- 



laboratory notes 

0.012 

400 

binder 

3 

German 




0.015 

F17.6 

box 

3 

German 




0.024 

F17.4 

binder 

6 

German 



tissue blocks 

0.015 

17.5 

box 

3 

- 

1381 

new bioassays 

laboratory notes 

0.004 

FI 7.4 

binder 

1 

German 

1362 

new bioassays 

histopath. slides 

0.030 

400 

box 

30 

- 



laboratory notes 

0.024 

400 

binder 

6 

German 




0.024 

R021 

binder 

6 

German 




0.030 

F17.6 

box 

6 

German 




0.456 

F17.4 

binder 

114 

German 



tissue blocks 

0.030 

17.5 

box 

6 

- 



wet tissues 

0.024 

807 

glassjar 

24 

- 

1383 

product deve1. 

laboratory notes 

0.008 

F17.4 

binder 

2 

German 

1390 

new bioassays 

histopath. slides 

0.002 

400 

box 

2 

- 



laboratory notes 

0.005 

F17.6 

box 

1 

German 




0.006 

400 

binder 

2 

German 



tissue blocks 

0.005 

17.5 

box 

1 

- 

1391 

product deve1 . 

histopath. slides 

0.013 

400 

box 

13 

- 



laboratory notes 

0.005 

F17.6 

box 

1 

German 




0.008 

400 

binder 

2 

German 




0.008 

F17.4 

binder 

2 

German 



tissue blocks 

0.005 

17.5 

box 

1 

- 



wet tissues 

0.129 

807 

g1 assjar 

129 

- 

1403 

product devel . 

histopath. slides 

0.015 

400 

box 

15 

- 



laboratory notes 

0.004 

400 

binder 

1 

German 




0.005 

F17.6 

box 

1 

German 




0.124 

F17.4 

binder 

31 

German 

1404 

new bioassays 

laboratory notes 

0.004 

400 

binder 

1 

German 




0.004 

F17.4 

binder 

1 

German 



wet tissues 

0.208 

807 

glassjar 

208 

- 

1406 

single components 

histopath. slides 

0.018 

400 

box 

18 

- 



laboratory notes 

0.005 

F17.6 

box 

1 

German 




0.008 

400 

binder 

2 

German 




0.016 

F17.4 

binder 

4 

German 

1407 

new bioassays 

histopath. slides 

0.003 

400 

box 

3 

- 



laboratory notes 

0.004 

400 

binder 

1 

German 




Q.DD5 

F17.6 

box 

1 

German 




0.012 

F17.4 

• binder 

3 

German 

1411 

new bioassays 

histopath. slides 

0.054 

400 

box 

54 

- 



laboratory notes 

0.024 

17.4 

binder 

6 

German 




0.030 

F17.6 

box 

6 

German 


<t,trZ£Xm?.OZ 


Source: https://www.industrydocuments.ucsf.edu/docs/yjvkOOOO 
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1411 

new bioassays 

laboratory notes 

D.D72 

400 

binder 

18 

German 




0.600 

F17.4 

binder 

150 

German 



tissue blocks 

0.030 

17.5 

box 

6 

- 

1415 

product devel. 

histopath. slides 

0.001 

17.5 

box 

1 

- 




0.079 

400 

box 

79 

- 



laboratory notes 

0.005 

F17.6 

box 

1 

German 




0.008 

400 

binder 

2 

German 




0.016 

F17.4 

binder 

4 

German 



tissue blocks 

0.010 

17.5 

box 

2 

- 

1416 

single components 

laboratory notes 

0.240 

F17.4 

binder 

60 

German 

1539 

product devel. 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

1540 

product devel. 

histopath. slides 

0.047 

400 

box 

47 

- 



laboratory notes 

0.005 

F17.6 

box 

1 

German 




0.008 

400 

binder 

2 

German 




0.026 

FI 7.4 

binder 

7 

German 



tissue blocks 

0.005 

17.5 

box 

1 

- 



wet tissues 

0.089 

807 

glassjar 

89 

- 

1543 

new bioassays 

histopath. slides 

0.001 

17.5 

box 

1 

- 



laboratory notes 

0.004 

400 

binder 

1 

German 




0.004 

F17.4 

binder 

1 

German 




0.005 

F17.6 

box 

1 

German 



tissue blocks 

0.005 

17.5 

box 

1 

- 

1544 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 




0.005 

F17.6 

box 

1 

German 

1555 

new bioassays 

laboratory notes 

0.004 

400 

binder 

1 

German 




0.004 

F17.4 

binder 

1 

German 




0.005 

F17.6 

box ' 

1 

German 



wet tissues 

0.077 

807 

g1 assjar 

77 

- 

1556 

product devel. 

laboratory notes 

0.008 ' 

F17.4 

binder 

2 

German 



report 

0.004 

R021 

book 

4 

Eng 1ish 

2000 

product devel. 

histopath. slides 

0.016 

400 

box 

16 

- 



laboratory notes 

0.008 

400 

binder 

2 

German 




0.010 

FI 7.6 

box 

2 

German 




0.016 

F17.4 

binder 

4 

German 



tissue blocks 

0.020 

17.5 

box 

4 

- 



wet tissues 

0.120 

807 

glassjar 

120 

- 

2001 

product devel . 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 



report 

0.001 

R021 

book 

1 

Eng 1ish 

2002 

new bioassays 

laboratory notes 

0.010 

F17.6 

box 

2 

German 




0.056 

F17.4 

binder 

14 

German 

2003 

product devel. 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

2004 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

2005 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

2007 

new bioassays 

histopath. slides 

0.008 

400 

box 

8 

- 



laboratory notes 

0.008 

400 

binder 

2 

German 



wet tissues 

0.196 

807 

glassjar 

196 

- 

2009 

product devel. 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

2010 

product devel. 

laboratory notes 

0.016 

F17.4 

binder 

4 

German 


8 ^ 24.168202 


Source: https://www.industrydocuments.ucsf.edu/docs/yjvkOOOO 
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2011 

product devel. 

laboratory notes 

0.004 

R021 

binder 

1 

German 

2012 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

2013 

new bioassays 

laboratory notes 

0.004 

P17.4 

binder 

1 

German 

2014 

new bioassays 

laboratory notes 

0.001 

RD21 

computer tape 

1 

German 




0.001 

R8D6 

computer tape 

1 

German 




0.016 

R021 

binder 

4 

German 



report 

0.001 

R017 

book 

1 

English 

2015 

product devel. 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

2016 

product devel. 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 




0.005 

F17.6 

box 

1 

German 

2017 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

2018 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 




0.005 

F17.6 

box 

1 

German 

2019 

product devel. 

laboratory nates 

0.004 

F17.4 

binder 

1 

German 

2021 

product devel. 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

2022 

new bioassays 

laboratory notes 

0.004 

R021 

binder 

1 

German 

2023 

product devel. 

laboratory notes 

0.006 

F17.4 

binder 

2 

German 

2024 

product devel. 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

2025 

product devel. 

laboratory notes 

0.008 

F17.4 

binder 

2 

German 

2026 

new bioassays 

laboratory notes 

0.008 

F17.4 

binder 

2 

German 

2027 

product devel. 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

2028 

product devel. 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

2029 

new bioassays 

laboratory notes 

0.010 

F17.6 

box 

2 

German 




0.016 

F17.4 

binder 

4 

German 

2030 

product devel. 

laboratory notes 

0.005 

F17.6 

box 

1 

German 




0.016 

FI 7.4 

binder 

4 

German 



protocol 

0.001 

R017 

book 

1 

English 

2031 

product devel. 

laboratory notes 

0.020 

F17.6 

box 

4 

German 




0.032 

F17.4 

binder 

8 

German 

2032 

product devel. 

laboratory nates 

0.004 

F17.4 

binder 

1 

German 

2033 

product devel. 

laboratory notes 

0.005 

F17.6 

box 

1 

German 




0.008 

F17.4 

binder 

2 

German 

2035 

product devel. 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 




0.005 

F17.6 

box 

1 

German 

2036 

product devel. 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

2037 

new bioassays 

laboratory notes 

0.008 

F17.4 

binder 

2 

German 

2038 

product devel. 

laboratory notes 

0.005 

F17.6 

box 

1 

German 




0.012 

F17.4 

binder 

3 

German 

2039 

product devel. 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

2041 

new bioassays 

laboratory notes 

0.016 

F17.4 

binder 

4 

German 




0.020 

F17.6 

box 

4 

German 

2042 

product devel. 

laboratory notes 

0.005 

F17.6 

box 

1 

German 




0.008 

F17.4 

binder 

2 

German 

2043 

product devel. 

laboratory notes 

0.004 

F17.4 

binder 

.1 

German 

2044 

product devel. 

laboratory notes 

0.008 

F17.4 

binder 

2 

German 

2047 

new bioassays 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.004 

F17.4 

binder 

1 

German 




Source: https://www.industrydocuments.ucsf.edu/docs/yjvkOOOO 
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N 

LANGUAGE 

2047 

new bioassays 

laboratory notes 

0.052 

R021 

binder 


13 

German 



report 

0.001 

R021 

book 


1 

English 

204B 

product devel. 

laboratory notes 

0.005 

F17.6 

box 


1 

German 




O.OOS 

F17.4 

binder 


2 

German 

2049 

product devel. 

laboratory notes 

0.016 

F17.4 

binder 


4 

German 

2050 

product devel. 

laboratory notes 

0.010 

F17.6 

box 


2 

German 

2051 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 


1 

German 

2052 

product devel. 

laboratory notes 

0.010 

F17.6 

box 


2 

German 




0.016 

F17.4 

binder 


4- 

German 

2053 

single components 

laboratory notes 

0.008 

F17.4 

binder 


2 

German 

2054 

new bioassays 

laboratory notes 

0.005 

F17.6 

box 

— 

1 

German 

2055 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder- 


1 

German 

2056 

product devel. 

laboratory notes 

0.004 

F17.4 

binder 


1 

German 

2058 

product devel. 

laboratory notes 

0.005 

F17.6 - 

box 


1 

German 




0.008 

F17.4 

binder 


2 

German 

2059 

product devel. 

laboratory notes 

0.005 

F17.6 

box 


1 

German 




0.006 " 

F17.4 

binder 


2 

German 

2060 

product devel . 

laboratory notes 

-0.016 

F17.4 

binder 


4 

German 

2061 

product devel. 

laboratory notes 

" 0.008 

F17.4 

binder 


2 

German 

2062 

new bioassays 

documentation 

0.002 

R017 

book 


2 

Eng 1ish 



histopath. slides 

0.001 

17.5 

box 


1 

- 



- 

0.013 

400 

box 


13 

- 



laboratory notes 

0.005 

FI 7.6 

box 


1 

German 




0.012 

400 

binder 


3 

German 




0.060 

F17.4 

binder 


15 

German 


- 

tissue blocks 

0.005 

17.5 

box 


1 

- 



wet tissues 

0.376 

807 

glassjar 


376 

- 

2063 

new biaassays 

laboratory nates 

0.004 

F17.4 

binder 


1 

German 

2064 

new bioassays 

histopath. slides 

0.001 

17.5 

box 


1 

- 




0.007 

400 

box 


7 




laboratory notes 

0.004 

400 

binder 


1 

German 




0.005 

F17.6 

box 


1 

German 




0.040 

F17.4 

binder 


10 

German 



tissue blocks 

0.005 

17.5 

box 


1 

- 




0.005 

607 

box 


1 

- 

2065 

product devel. 

laboratory notes 

0.005 

F17.6 

box 


1 

German 




0.008 

F17.4 

binder 


2 

German 

2066 

product devel. 

laboratory notes 

0.004 

F17.4 

binder 


1 

German 

2067 

new bioassays 

laboratory notes 

0.005 

F17.6 

box 


1 

German 

2069 

product devel. 

laboratory notes 

0.005 

F17.6 

box 


1 

German 




0.008 

F17.4 

binder 


2 

German 

2071 

product devel. 

laboratory notes 

0.008 

F17.4 

binder 


2 

German 

2072 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 


1 

German 

2075 

product devel. 

laboratory notes 

0.005 

F17.6 

box 


1 

German 




0.008 

F17.4 

binder 


2 

German 

2076 

new bioassays 

laboratory notes 

0.005 

F17.6 

box 


1 

German 

2077 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 


1 

German 




0.005 

F17.6 

box 


1 

German 


092&T68Z02 


Source: https://www.industrydocuments.ucsf.edu/docs/yjvkOOOO 
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2D78 

product devel. 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

2081 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

6erman 




0.005 

F17.6 

box 

1 

German 

2082 

new bioassays 

laboratory notes 

0.005 

F17.6 

box 

1 

German 




0.016 

F17.4 

binder 

4 

German 

2083 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

2084 

new bioassays 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.004 

RD21 

binder 

1 

German 



report 

0.001 

R017 

book 

1 

English 

2065 

new bioassays 

laboratory notes 

0.001 

RD21 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.004 

R021 

binder 

1 

German 



report 

0.001 

R017 

book 

1 

English 

2086 

new bioassays 

laboratory notes 

0.001 

R021 

computer tape 

1 

Germ an 




0.001 

R806 

computer tape 

1 

Germ an 




0.006 

R021 

binder 

2 

German 



report 

0.001 

R017 

book 

1 

English 

2087 

single components 

laboratory notes 

0.012 

F17.4 

binder 

3 

German 

2088 

new bioassays 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

Germ an 




0.004 

R021 

binder 

1 

German 



report 

0.001 

R017 

book 

1 

English 

2089 

new bioassays 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.005 

F17.6 

box 

1 

German 




0.008 

F17.4 

binder 

2 

German 



report 

0.001 

R017 

book 

1 

English 

2090 

biokinetics 

laboratory notes 

0.004 

FI 7.4 

binder 

1 

German 

2091 

new bioassays 

laboratory notes 

0.005 

F17.6 

box 

1 

German 

2092 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

2093 

new bioassays 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.004 

R021 

binder 

1 

German 



report 

0.001 

R017 

book 

1 

English 

2095 

product devel. 

laboratory notes 

Q.012 

F17.4 

binder 

3 

German 

2099 

product devel. 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

2100 

scientific advice 

laboratory notes 

0.004 

R021 

binder 

1 

German 

2101 

product devel. 

laboratory notes 

0.005 

F17.6 

box 

1 

German 

2102 

single components 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

2103 

single components 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 



protocol 

0.001 

R017 

book 

1 

English 

2104 

new bioassays 

laboratory notes 

0.005 

F17.6 

box 

1 

German 



protocol 

0.001 

R017 

book 

1 

English 

2105 

product devel. 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 




0.010 

F17.6 

box 

2 

German 

2106 

single components 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

2111 

product devel. 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 


TS2&T68Z0Z 


Source: https://www.industrydocuments.uc6f.edu/docs/yjvk0000 
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TYPE 

N 
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2111 

product devel. 

laboratory notes 

0.001 

R8D6 

computer tape 

1 

German 




0.016 

F17.4 

binder 

4 

German 

2112 

single components 

laboratory notes 

0.008 

F17.4 

binder 

2 

German 

2115 

product devel. 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R8D6 

computer tape 

1 

German 




0.012 

F17.4 

binder 

3 

German 

2116 

biokinetics 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

2117 

new bioassays 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.004 

F17.4 

binder 

1 

German 



protocol 

0.001 

R017 

book 

1 

English 

2118 

new bioassays 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

RS06 

computer tape 

1 

German 




0.012 

F17.4 

binder 

3 

German 

2119 

product devel. 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.008 

R021 

binder 

2 

German 

2120 

product devel. 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R606 

computer tape 

1 

German 




0.008 

F17.4 

binder 

2 

German 

2121 

product devel. 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.004 

F17.4 

binder 

1 

German 

2122 

product devel. 

laboratory notes 

0.012 

F17.4 

binder 

3 

German 

2123 

product devel. 

laboratory notes 

0.001 

RSD6 

computer tape 

1 

German 




0.002 

R021 

computer tape 

2 

German 




0.008 

F17.4 

binder 

2 

German 

2124 

product devel . 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R606 

computer tape 

1 

German 




0.012 

F17.4 

binder 

3 

German 

2125 

product devel . 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.016 

F17.4 

binder 

4 

German 

2127 

product devel. 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.008 

F17.4 

binder 

2 

German 

2128 

product devel. 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.036 

R021 

binder 

9 

German 

2129 

product devel. 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.024 

F17.4 

binder 

6 

German 

213D 

single components 

laboratory notes 

0.008 

F17.4 

binder 

2 

German 

2131 

product devel. 

report 

0.002 

R017 

book 

2 

English 

2137 

product devel. 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape. 

1 

German 




0.012 

F17.4 

binder 

3 

German 



report 

0.001 

R017 

book 

1 

English 




Source: https://www.industrydocuments.ucsf.edu/docs/yjvkOOOO 
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N 

LANGUAGE 

213B 

product devel. 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.008 

F17.4 

binder 

2 

German 



report 

0.001 

R017 

book 

1 

Eng 1ish 

2139 

biokinetics 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

2140 

pesticides 

protocol 

0.002 

R017 

book 

2 

English 



sample material 

0.120 

606 

container 

6 

- 

2141 

biokinetics 

laboratory notes 

0.004 

R021 

binder 

1 

German 



report 

0.001 

R017 

book 

1 

English 

2142 

single components 

report 

0.001 

R017 

book 

1 

Eng 1ish 

2144 

pesticides 

laboratory notes 

0.004 

FI 7.4 

binder 

1 

German 

2145 

single components 

report 

0.001 

R017 

book 

1 

Eng 1ish 

2146 

single components 

laboratory notes 

D.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.008 

F17.4 

binder 

2 

German 



report 

0.001 

R017 

book 

1 

Eng 1ish 

2148 

single components 

laboratory notes 

0.002 

R021 

computer tape 

2 

German 




0.002 

R806 

computer tape 

2 

German 




0.008 

R021 

binder 

2 

German 



report 

0.001 

R017 

book 

1 

Eng 1ish 

2149 

product devel . 

laboratory notes 

0.002 

R021 

computer tape 

2 

Germ an 




0.002 

R806 

computer tape 

2 

German 




0.016 

R021 

binder 

4 

German 



report 

0.001 

R017 

book 

1 

Eng 1ish 

2150 

product devel. 

laboratory notes 

0.016 

R021 

binder 

4 

German 



report 

0.002 

R017 

book 

2 

Eng 1ish 

2153 

scientific advice 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 



report 

0.001 

R017 

book 

1 

Eng 1ish 

2155 

new bioassays 

report 

0.001 

R017 

book 

1 

Eng 1ish 

215 6 

product devel. 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.006 

R021 

binder 

2 

German 



report 

0.001 

R01 7 

book 

1 

Eng 1ish 

215 9 

biokinetics 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 



report 

0.001 

R017 

book 

1 

English 

2160 

product devel. 

laboratory notes 

0.002 

R021 

computer tape 

2 

German 




0.002 

R806 

computer tape 

2 

German 




0.020 

R021 

binder 

5 

German 



report 

0.001 

R017 

book 

1 

Eng 1ish 

2163 

single components 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.004 

R021 

binder 

1 

German 



report 

0.001 

R017 

book 

1 

English 

2164 

biokinetics 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.004 

R021 

binder 

1 

German 



report 

0.001 

R017 

book 

1 

Eng 1ish 


CSZ£T6820Z 


Source: https://www.industrydocuments.ucsf.edu/docs/yjvkOOOO 
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2165 

single components 

laboratory notes 

0.002 

R021 

computer tape 

2 

German 




0.002 

R806 

computer tape 

2 

German 




0.012 

R021 

binder 

3 

German 



report 

0.001 

R017 

book 

1 

English 

2167 

pesticides 

sample material 

0.060 

806 

container 

3 


2168 

single components 

laboratory notes 

0.004 

R021 

binder 

1 

German 



report 

0.001 

R017 

book 

1 

English 

2169 

product devel. 

report 

0.001 

R017 

book 

1 

English 

2171 

single components 

laboratory notes 

0.004 

R021 

binder 

1 

German 



report 

0.001 

R017 

book 

1 

Eng 1ish 



sample material 

0.003 

806 

can 

3 

- 

2180 

single components 

laboratory notes 

0.002 

R021 

computer tape 

2 

German 




0.002 

R806 

computer tape 

2 

German 




0.004 

R021 

binder 

1 

German 



report 

0.001 

R01 7 

book 

1 

English 

2181 

new bioassays 

laboratory notes 

0.007 

R021 

computer tape 

7 

German 




0.007 

R806 

computer tape 

7 

German 

2182 

new bioassays 

laboratory notes 

0.002 

R021 

computer tape 

2 

German 




0.002 

R806 

computer tape 

2 

German 




0.008 

R021 

binder 

2 

German 



protocol 

0.001 

R017 

book 

1 

Eng 1ish 



report 

0.001 

R01 7 

book 

1 

Eng 1ish 

2187 

product devel. 

laboratory notes 

0.002 

R021 

computer tape 

2 

German 




0.002 

R806 

computer tape 

2 

German 

2190 

biokinetics 

laboratory notes 

0.0Q2 

R021 

computer tape 

2 

German 




0.002 

R806 

computer tape 

2 

German 

3000 

product devel. 

histopath. slides 

0.032 

400 

box 

32 

- 



laboratory notes 

0.010 

F17.6 

box 

2 

German 




0.048 

400 

binder 

12 

German 




0.112 

17.4 

binder 

28 

German 




0.128 

F17.4 

binder 

32 

German 



tissue blocks 

0.010 

17.5 

box 

2 

- 

3001 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

3002 

new bioassays 

histopath. slides 

0.042 

400 

box 

42 

- 



laboratory notes 

0.006 

400 

binder 

2 

German 




0.010 

F17.6 

box 

2 

German 




0.016 

F17.4 

binder 

4 

German 



tissue blocks 

0.010 

17.5 

box 

2 

- 

3003 

product devel. 

histopath. slides 

0.250 

400 

box 

250 

- 



laboratory notes 

0.005 

F17.6 

box 

1 

German 




o.oos 

400 

binder 

2 

German 




0.028 

F17.4 

binder 

7 

German 



tissue blocks 

0.035 

17.5 

box 

7 

- 



wet tissues 

0.014 

807 

glassjar 

14 

- 

3004 

product devel. 

laboratory notes 

0,024 

F17.4 

binder 

6 

German 

3005 

new bioassays 

histopath. slides 

0.018 

400 

bDX 

18 

- 



laboratory notes 

0 .DOS 

F17.6 

box 

1 

German 




0.008 

400 

binder 

2 

German 


fcga'.xsszos 


Source: https://www.industrydocuments.ucsf.edu/docs/yjvkOOOO 
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3005 

new bioassays 

laboratory notes 

0.024 

F17.4 

binder 

6 

German 



tissue blocks 

0.005 

17.5 

box 

1 

- 




Q.0D5 

807 

box 

1 

- 



wet tissues 

0.038 

807 

glassjar 

88 

_ 

3006 

product devel. 

laboratory notes 

0.132 

F17.4 

binder 

33 

German 

3007 

new bioassays 

histopath. slides 

0.044 

400 

box 

44 

- 



laboratory notes 

0.004 

400 

binder 

1 

German 




0.005 

F17.6 

box 

1 

German 




0.012 

F17.4 

binder 

3 

German 



tissue blocks 

0.005 

17.5 

box 

1 

- 

300? 

single components 

histopath. slides 

0.078 

400 

box 

78 

- 



laboratory notes 

0.008 

400 

binder 

2 

German 




0.008 

R021 

binder 

2 

German 




0.010 

F17.6 

box 

2 

German 




0.048 

F17.4 

binder 

12 

German 



tissue blocks 

0.010 

17.5 

box 

2 

_ 




0.010 

807 

box 

2 

- 

3010 

product devel- 

histopath. slides 

0.032 

400 

box 

32 

- 



laboratory notes 

0.010 

F17.6 

box 

2 

German 




0.024 

400 

binder 

6 

German 




0.336 

F17.4 

binder 

84 

German 



tissue blocks 

0.010 

17.5 

box 

2 

- 



wet tissues 

0.100 

807 

g1 assjar 

100 

- 

3011 

new bioassays 

laboratory notes 

0.008 

R021 

binder 

2 

German 




0.010 

F17.6 

box 

2 

German 




0.016 

F17.4 

binder 

4 

German 

3012 

new bioassays 

laboratory notes 

0.005 

F17.6 

box 

1 

German 




0.008 

F17.4 

binder 

2 

German 

3013 

product devel. 

histopath. slides 

0.024 

400 

box 

24 

- 



laboratory notes 

0.Q04 

400 

binder 

1 

German 




0.005 

F17.6 

box 

1 

German 




0.036 

F17.4 

binder 

9 

German 



tissue blocks 

0.005 

807 

box 

1 




wet tissues 

0.001 

807 

glassjar 

1 

_ 

301A 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

3015 

new bioassays 

laboratory notes 

0.004 

400 

binder 

1 

German 

3016 

new products 

histopath. slides 

0.012 

400 

box 

12 

- 



laboratory notes 

0.004 

400 

binder 

1 

German 




0,005 

F17.6 

box 

1 

German 




0.028 

F17.4 

binder 

7 

German 



tissue blocks 

0.005 

17.5 

box 

1 





0.005 

807 

box 

1 




wet tissues 

0.030 

807 

glassjar 

30 


3017 

product devel. 

laboratory notes 

0.080 

F17.4 

binder 

20 

German 

301 a 

new bioassays 

histopath. slides 

0.021 

400 

box 

21 

- 



laboratory notes 

0.004 

400 

binder 

1 

German 




0.005 

F17.6 

box 

1 

German 




0.048 

F17.4 

binder 

12 

German 


SSZ&XSSZOZ 


Source: https://www.industrydocuments.ucsf.edu/docs/yjvkOOOO 





STAND: 19-N0V-93 


SEITE 


13 
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NUMBER 

CATEGORY 

RECORD 

TYPE 

QUANTITY 

(M3) 

LOCATION 

,MEDIUM 

TYPE 

N 

LANGUAGE 

3018 

new bioassays 

tissue blocks 

0.005 

807 

bcx 

1 

_ 




0.010 

17.5 

box 

2 

- 



wet tissues 

0.162 

807 

glassjar 

162 

- 

3019 

new bioassays 

documentation 

0.001 

R017 

book 

1 

English 

3020 

new bioassays 

laboratory notes 

0.005 

F17.6 

box 

1 

German 




0.076 

F17.4 

binder 

19 

German 



wet tissues 

0.470 

807 

glassjar 

470 

- 

3021 

new bioassays 

laboratory notes 

0.008 

F17.4 

binder 

2 

German 

3022 

product devel. 

histopath. slides 

0.012 

400 

box 

12 

- 



laboratory notes 

0.004 

400 

binder 

1 

German 




0.004 

R021 

binder 

1 

German 




0.005 

F17.6 

box 

1 

German 




0.036 

F17.4 

binder 

9 

German 



tissue blocks 

0.005 

17.5 

box 

1 

- 




0.005 

607 

box 

1 

- 



wet tissues 

0.004 

807 

g1assjar 

4 

- 

3023 

product devel. 

histopath- slides 

0.D14 

400 

box 

14 

- 



laboratory notes 

0.008 

400 

binder 

2 

German 




0.010 

F17.6 

box 

2 

German 




0.046 

17.4 

binder 

12 

German 




0.192 

F17.4 

binder 

46 

German 



tissue blocks 

0.030 

17.5 

box 

6 

- 

3024 

product devel. 

histopath. slides 

0.005 

400 

box 

5 

- 



laboratory notes 

0.004 

400 

binder 

1 

German 




D.005 

F17.6 

box 

1 

German 




0.024 

17.4 

binder 

6 

Germ an 




0.096 

F17.4 

binder 

24 

German 



tissue blocks 

0.005 

17.5 

box 

1 


3025 

product devel. 

histopath. slides 

0.024 

400 

box 

24 

' - 



laboratory notes 

0.004 

400 

binder 

1 

German 




0.005 

F17.6 

box 

1 

German 




0.020 

F17.4 

binder 

5 

German 



tissue blocks 

0.005 

17.5 

box 

1 

- 




0.005 

807 

box 

1 

- 

3026 

product devel. 

histopath. slides 

0.001 

400 

box 

1 

- 



laboratory notes 

0.004 

400 

binder 

1 

German 




0.005 

F17.6 

box 

1 

German 




0.016 

F17.4 

binder 

4 

German 



tissue blocks 

0.005 

17.5 

box 

1 

- 

3027 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 



sample material 

0.001 

806 

can 

1 

- 

3028 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

3029 

new bioassays 

laboratory notes 

0.008 

F17.4 

binder 

2 

German 

3030 

product devel. 

histopath. slides 

0.138 

400 

box 

138 




laboratory notes 

0.012 

R021 

binder 

3 

German 




0.015 

F17.6 

box 

3 

German 




0.444 

400 

binder 

111 

German 




1.092 

F17.4 

binder 

273 

German 


9S2i.TS8202 


Source: https://www.industrydocuments.ucsf.edu/docs/yjvkOOOO 
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RECORD 

TYPE 

SUANTITY 

CM3) 

LOCATION 

MEDIUM 

TYPE 



LANGUAGE 

3030 

product devel. 

tissue blocks 

0.045 

17.5 

box-. 


? 


3031 

new bioassays 

laboratory notes 

0.008 

F17.4 _ 

binder 


2 

German 

3032 

new bioassays 

laboratory notes 

0.004 

F17.-4 

binder 


1 

German 

3033 

new bioassays 

laboratory notes 

0.008 _ 

F17.4 

binder 


2 

German 

3034 

new bioassays 

laboratory notes 

0.004.. 

F17.4 

binder 


1 

German 

3035 

new bioassays 

laboratory notes 

_ 0.004 

F17.4 

binder 


1 

German 

3036 

new bioassays 

histopath. slides 

0.002 

400 

box 


2 




laboratory notes 

0.004 

400 

binder 


1 

German 




0.004 

F17.4 

binder 


1 

German 




0.005 

F17.6 

box 


1 

German 

303 / 

new bioassays 

laboratory notes 

0.005 

F17.6 

box 


1 

German 

3038 

new bioassays 

laboratory notes 

0.004 

400 

binder 


1 

German 


- 


0.005 

F17.6 

box 


1 

German 




0.008 

F17.4 

binder 


2 

German 

303? 

single components 

histopath. slides 

0.006 

400 

box 


8 

- 



laboratory notes 

0.004 

400 

binder 


1 

German 




0.005 

F17.6 

box 


1 

German 




0.024 

F17.4 

binder 


6 

German 



tissue blocks 

0.005 

17.5 

box 


1 

- 




0.005 

807 

box 


1 

- 

3040 

biokinetics 

histopath. slides 

0.001 

400 

box 


1 

- 



laboratory notes 

0.004 

400 

binder 


1 

German 



tissue blocks 

0.010 

17.5 

box 


2 

- 

3041 

new bioassays 

histopath. slides 

0.002 

400 

box 


2 

- 



laboratory notes 

0.004 

400 

binder 


1 

German 




0.005 

F17.6 

box 


1 

German 




0.032 

F17.4 

binder 


6 

German 



tissue blocks 

0.005 

17.5 

box 


1 

- 

3042 

new bioassays 

histopath. slides 

0.006 

400 

box 


6 

_ 



laboratory notes 

0.004 

400 

binder 


1 

German 




0.005 

F17.6 

box 


1 

German 




0.064 

F17.4 

binder 


16 

German 



tissue blocks 

0.005 

17.5 

box 


1 


3043 

new bioassays 

histopath. slides 

0.001 

400 

box 


1 




laboratory notes 

0.004 

400 

binder 


1 

German 




0.005 

F17.6 

box 


1 

German 




0.024 

F17.4 

binder 


6 

German 

3044 

new bioassays 

laboratory nates 

0.005 

F17.6 

box 


1 

German 




0.024 

F17.4 

binder 


6 

German 



wet tissues 

0.008 

807 

glass jar 


8 

_ 

3045 

product devel. 

laboratory notes 

0.004 

F17.4 

binder 


1 

German 




0.005 

F17.6 

box 


1 

German 

3046 

new bioassays 

histopath. slides 

0.004 

400 

box 


4 

- 



laboratory notes 

0.004 

400 

binder 


1 

German 




0.005 

F17.6 

box 


1 

German 




0.044 

F17.4 

binder 


11 

German 



tissue blocks 

0.005 

17.5 

box 


1 

- 




0.005 

807 

box 


1 

**■ 


L9ZIXG8ZQZ 


Source: https://www.industrydocuments.ucsf.edu/docs/yjvkOOOO 
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QUANTITY 

CM3) 

LOCATION 

MEDIUM 

TYPE 

N 

LANGUAGE 

3046 

new bioassays 

wet tissues 

0.009 

807 

glassjar 

9 

_ 

3048 

new bioassays 

laboratory notes 

0.004 

FI 7.4 

binder 

1 

German 

3050 

product devel- 

laboratory notes 

0.260 

F17.4 

binder 

65 

German 

3051 

single components 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

3052 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

3053 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

3055 

new bioassays 

laboratory notes 

0.004 

FI 7.4 

binder 

1 

German 

3056 

new bioassays 

histopath. slides 

0.002 

400 

box 

2 




laboratory notes 

0.008 

400 

binder 

2 

6erman 




0.010 

F17.6 

box 

2 

German 




0.048 

F17.4 

binder 

12 

German 



tissue blocks 

0.010 

17.5 

box 

2 

- 




0.010 

807 

box 

2 

- 



wet tissues 

0.034 

807 

glassjar 

34 

- 

3056 

new bioassays 

histopath. slides 

0.001 

400 

box 

1 

— 



laboratory notes 

0.004 

400 

binder 

1 

German 




0.005 

F17.6 

box 

1 

German 




0.008 

F17.4 

binder 

2 

German 



tissue blocks 

0.005 

17.5 

box 

1 

- 

3059 

new bioassays 

laboratory notes 

0.016 

R021 

binder 

4 

German 

3060 

new bioassays 

laboratory notes 

0.072 

FI 7.4 

binder 

18 

German 

3062 

single components 

laboratory notes 

0.004 

400 

binder 

1 

German 




0.004 

F17.4 

binder 

1 

German 




0.005 

F17.6 

box 

1 

German 



wet tissues 

0.080 

807 

glassjar 

80 

- 

3063 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

3064 

single components 

histopath. slides 

0.006 

400 

box 

6 

- 



laboratory notes 

0.004 

400 

binder 

1 

German 




0.004 

R021 

binder 

1 

German 




0.005 

F17.6 

box 

1 

German 




0.048 

F17.4 

binder 

12 

German 



tissue blocks 

0.005 

17.5 

box 

1 

- 




0.005 

807 

box 

1 

- 

3066 

single components 

laboratory notes 

0.005 

F17.6 

box 

1 

German 

3072 

single components 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

3073 

product devel. 

histopath. slides 

0.082 

400 

box 

82 

- 



laboratory notes 

0.002 

R021 

computer tape 

2 

German 




0.002 

R806 

computer tape 

2 

German 




0.010 

F17.6 

box 

2 

German 




D.064 

400 

binder 

16 

German 




0.324 

F17.4 

binder 

81 

German 



tissue blocks 

0.025 

17.5 

box 

5 

- 



wet tissues 

7.290 

807 

glassjar 

7290 

- .. 

3074 

new bioassays 

laboratory notes 

0.004 

F17.4 ■ 

binder 

1 

German 

3076 

new bioassays 

laboratory notes 

0.008 

F17.4 

binder 

2 

German 

3077 

product devel. 

histopath. slides 

0.001 

400 

box 

1 

- 



laboratory notes 

0.096 

F17.4 

binder 

24 

German 



tissue blacks 

0.005 

807 

box 

1 

- 



Source: https://www.industrydocurnents.ucsf.edu/docs/yjvkOOOO 
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RECORD 
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QUANTITY 

CM3) 

LOCATION 

MEDIUM 

TYPE 

N 

LANGUAGE 

3076 

new bioassays 

laboratory notes 

0.005 

F17.6 

box 

1 

German 




0.012 

F17.4 

binder 

3 

German 

3080 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

3062 

new bioassays 

histopath. slides 

0.011 

400 

box 

11 

- 



laboratory notes 

~0.005 

F17.6 

box 

1 

German 




0.008 

R021 

binder 

2 

German 




0.012 

400 

binder 

3 

German 




0.068 

F17.4 

binder 

17 

German 



tissue blocks 

0.005 

807 

box 

1 

~ 



wet tissues 

0.500 

807 

glassjar 

500 

- 

3085 

single components 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

3066 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

3087 

product devel . 

laboratory notes 

0.005 

F17.6 

box 

1 

•, German 




0.040 

RD21 

binder 

10 

German 




0.052 

F17.4 

binder 

13 

German 

3066 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

;German 

3037 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

.German 

3091 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

3092 

new bioassays 

histopath. slides 

0.020 

400 

box 

20 

- 



laboratory notes 

0.004 

400 

binder 

1 

German 




0.005 

F17.6 

box 

1 

German 




0.012 

F17.4 

binder 

3 

German 



wet tissues 

0.012 

807 

glassjar 

12 

- 

3093 

new bioassays 

laboratory notes 

0.036 

F17.4 

binder 

9 

German 

3095 

single components 

laboratory notes 

0.008 

F17.4 

binder 

2 

German 

3096 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

3097 

new bioassays 

laboratory notes 

0.005 

F17.6 

box 

1 

'German 




0.008 

F17.4 

binder 

2 

German 

3093 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

r'German 

3100 

scientific advice 

laboratory notes 

0.100 

F17.4 

box 

20 

German 




0.520 

F17.4 

binder 

130 

German 



recorder diagrams 

0.176 

F17.4 

binder 

44 

- 




0.180 

F17.4 

box 

36 

- 



report 

0.002 

R017 

book 

2 

English 

3101 

product devel. 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

3102 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

3105 

product devel. 

laboratory notes 

D.004 

F17.4 

binder 

1 

German 

3109 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 



wet tissues 

0.001 

807 

glassjar 

1 

— 

3110 

product devel. 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 

3111 

product devel. 

histopath. slides 

0.140 

400 

box 

140 

- 



laboratory notes 

0.010 

F17.6 

box 

2 

German 




0.112 

400 

binder 

28 

German 




0.512 

F17.4 

binder 

128 

German 



tissue blocks 

0.060 

807 

box 

12 




wet tissues 

12.752 

807 

glass.jar 

#### 

- 

3115 

new bioassays 

histopath. slides 

0.024 

400 

box 

24 

*** 


GSZIXG&ZQZ 


Source: https://www.industrydocuments.ucsf.edli/docs/yjvkOOOO 
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CATEGORY 

RECORD 

TYPE 

3115 

new bioassays 

laboratory notes 

3116 

3119 

new bioassays 
new bioassays 

tissue blocks 
wet tissues 
laboratory notes 
laboratory notes 

3120 

product devel. 

report 

histopath. slides 
laboratory notes 

3121 

product devel. 

tissue blocks 
wet tissues 
laboratory notes 

3122 

new bioassays 

report 

laboratory notes 

3128 

3129 

new bioassays 
new bioassays 

protocol 

report 

tissue blocks 
wet tissues 
laboratory notes 
laboratory notes 

3130 

single components 

protocol 

report 

laboratory notes 

3131 

3132 

product devel. 

product devel. 

protocol 

report 

sample material 
histopath. slides 
protocol 
tissue blocks 
wet tissues 
laboratory notes 


report 


QUANTITY 

(M3) 

LOCATION 

MEDIUM 

TYPE 

N 

LANGUAGE 

0.005 

F17.6 

box 

1 

German 

0.028 

400 

binder 

7 

German 

0.204 

F17.4 

binder 

51 

German 

0.005 

17.5 

box 

1 

- 

6.120 

807 

glassjar 

6120 

- 

0.012 

R021 

binder 

3 

German 

0.001 

R021 

computer tape 

1 

German 

0.001 

R806 

computer tape 

1 

German 

0.008 

F17.4 

binder 

2 

German 

0.001 

R017 

book 

1 

English 

0.017 

400 

box 

17 

- 

0.012 

400 

binder 

3 

German 

0.076 

F17.4 

binder 

19 

German 

0.005 

807 

box 

1 

- 

3.804 

807 

glassjar 

3804 


0.001 

R021 

computer tape 

1 

German 

0.001 

R806 

computer tape 

1 

German 

0.004 

F17.4 

binder 

1 

German 

0.001 

R017 

book 

1 

English 

0.002 

R021 

computer tape 

2 

German 

0.002 

R806 

computer tape 

2 

German 

0.032 

R021 

binder 

6 

German 

0.001 

R017 

book 

1 

English 

0.001 

R01 7 

book 

1 

English 

0.005 

807 

box 

1 

- 

0.090 

807 

g1 assjar 

90 

- 

0.004 

F17.4 

binder 

1 

German 

0.002 

R021 

computer' tape 

2 

German 

0.DD2 

R806 

computer tape 

2 

German 

0.012 

R021 

binder 

3 

German 

0.001 

R017 

book 

1 

English 

0.001 

R017 

book 

1 

English 

0.002 

R021 

computer tape 

2 

German 

0.002 

R806 

computer tape 

2 

German 

0.012 

R021 

binder 

3 

German 

0.001 

R017 

book 

1 

English 

0.001 

R017 

book 

1 

English 

0.002 

806 

can 

2 

- 

0.052 

400 

box 

52 

- 

0.001 

R017 

book 

1 

English 

0.010 

807 

box 

2 

- 

1 .080 

807 

glassjar 

1080 

- 

0.002 

R021 

computer tape 

2 

German 

0.002 

R806 

computer tape 

2 

German 

0.004 

400 

binder 

1 

German 

0.004 

F17.4 

binder 

1 

German 

0.012 

R021 

binder 

3 

German 

0.002 

R017 

book 

2 

English 


O92&TS8Z0Z 


Source: https://www.industrydocuments.ucsf.edu/docs/yjvkOOOO 
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RECORD 
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QUANTITY 

CM3) 

LOCATION 

MEDIUM 

TYPE 

N 

LANGUAGE 

3132 

product devel. 

tissue blocks 

0.001 

17.5 

bag 

1 


3133 

single components 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 


' 


0.001 

R806 

computer tape 

1 

German 




0.148 

F17.4 

binder 

37 

German 



protocol 

0.001 

R017 

book 

1 

English 



sample material 

0.004 

806 

can 

4 




tissue blocks 

0.070 

807 

box 

14 

- 



wet tissues 

0.030 

807 

box 

6 

- 




3.681 

807 

g1 assjar 

3681 

- 

3134 

single components 

histopath. slides 

0.039 

400 

box 

3? 

- 



laboratory notes 

0.002 

R021 

computer tape 

2 

German 




0.002 

R806 

computer tape 

2 

German 



protocol 

0.004 

R017 

book 

4 

English 



sample material 

0.004 

806 

can 

4 

— 



tissue blocks 

0.015 

807 

box 

3 

- 

3135 

new bioassays 

protocol 

0.001 

R017 

book 

1 

Eng 1ish 

3136 

new products 

histopath. slides 

0.017 

400 

box 

17 

- 



laboratory notes 

0.003 

R021 

computer tape 

3 

German 




0.003 

R806 

computer tape 

3 

German 




0.012 

400 

binder 

3 

German 




0.032 

R021 

binder 

8 

German 



protocol 

0.002 

R017 

book 

2 

English 



report 

0.003 

R017 

book 

3 

English 



tissue blocks 

0.010 

807 

box 

2 

- 

3144 

new products 

histopath. slides 

0.073 

400 

box 

73 




laboratory notes 

0.002 

R021 

computer tape 

2 

German 




0.002 

R806 

computer tape 

2 

German 




0.012 

400 

binder 

3 

German 




0.020 

R021 

binder 

5 

German 



protocol 

0.001 

R01 7 

book 

1 

English 



report 

0.002 

R01 7 

book 

2 

Eng 1ish 



sample material 

0.020 

806 

container 

1 

- 



tissue blocks 

0.020 

807 

box 

4 

- 



wet tissues 

0.108 

807 

glassjar 

108 

- 

3145 

single components histopath. slides 

0.016 

400 

box 

16 

“ 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R8D6 

computer tape 

1 

German 



protocol 

0.003 

R017 

book 

3 

English 



sample material 

0.020 

806 

container 

1 

- 



tissue blocks 

0.005 

807 

box 

1 

- 



wet tissues 

0.005 

807 

g1 assjar 

5 

- 

3146 

biokinetics 

laboratory notes 

0.008 

R021 

binder 

2 

German 




0.013 

R021 

computer tape 

13 

German 




0.013 

R806 

computer tape 

13 

German 



protocol 

0.001 

R017 

book 

1 

English 



report 

0.002 

R017 

book 

2 

English 

3152 

single components 

laboratory notes 

0.002 

R021 

computer tape 

2 

German 




0.002 

R806 

computer tape 

2 

German 


T9Z£T68£02 


18 


Source: https://www.industrydocuments.ucsf.edu/docs/yjvkOOOO 
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r ' PROJECT 
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RECORD 
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QUANTITY 

CM3) 

LOCATION 

MEDIUM 

TYPE 

N 

LANGUAGE 

3152 " 

single components 

laboratory notes 

D.D12 

RQ21 

binder 

3 

German 



protocol 

0.001 

R017 

book 

1 

English 



report 

0.002 

R017 

book 

2 

English 




0.003 

R806 

microfiches 

3 

English 

3153 

product devel. 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 

3154 

new bioassays 

histopath. slides 

0.001 

400 

box 

1 

- 



tissue blocks 

0.001 

17.5 

bag 

1 

— 

. 3155 

product devel. 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.004 

R021 

binder 

1 

German 



report 

0.001 

R017 

book 

1 

English 

3156 

product devel. 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.004 

R021 

binder 

1 

German 



report 

0.001 

R017 

book 

1 

Eng 1ish 

3157 

product devel. 

histopath. slides 

0.020 

400 

box 

20 

- 



laboratory notes 

0.004 

R021 

computer tape 

4 

German 




0.004 

R80o 

computer tape 

4 

German 




0.008 

400 

binder 

2 

German 




0.080 

R021 

binder 

20 

German 



protocol 

0.001 

R017 

book 

1 

Eng 1ish 



report 

0.002 

RD17 

book 

2 

Eng 1ish 



tissue blocks 

0.005 

807 

box 

1 

- 



wet tissues 

0.001 

400 

glassjar 

1 

- 

3158 

product devel. 

laboratory notes 

0.004 

R021 

binder 

1 

German 



report 

0.001 

R017 

book 

1 

Eng 1ish 

3159 

product devel. 

laboratory notes 

0.004 

RD21 

binder 

1 

German 



report 

0.001 

R017 

book 

1 

Eng 1ish 

3160 

product devel. 

laboratory notes 

0.004 

R021 

binder 

1 

German 



report 

0.001 

R017 

book 

1 

Eng 1ish 

3161 

product devel. 

laboratory notes 

0.004 

R021 

binder 

1 

German 



report 

0.001 

R017 

book 

1 

English 

3162 

product devel. 

laboratory notes 

0.004 

R021 

binder 

1 

German 



report 

0.001 

R017 

book 

1 

Eng 1ish 

3163 

product devel. 

laboratory notes 

0.004 

R021 

binder 

1 

German 



report 

0.001 

R017 

book 

1 

English 

3164 

product devel. 

laboratory notes 

0.004 

R021 

binder 

1 

German 



report 

0.001 

R017 

book 

1 

Eng 1ish 

3165 

product devel. 

histopath. slides 

0.022 

400 

box 

22 

- 



laboratory notes 

0.003 

RD21 

computer tape 

3 

German 




0.003 

R806 

computer tape 

3 

German 




0.008 

400 

binder 

2 

German 




0.080 

R021 

binder 

20 

German 



protocol 

0.001 

R017 

book 

1 

English . 



report 

0.003 

R017 

book 

3 

English 



tissue blocks 

0.010 

807 

box 

2 

- 



wet tissues 

0.001 

807 

glassjar 

1 

— 


Z9Z4T68Z02 


Source: https://www.industrydocuments.ucsf.edu/docs/yjvkOOOO 
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SEITE 


PROJECT 

NUMBER 

CATEGORY 

RECORD 

TYPE 

QUANTITY 

CM3) 

LOCATION 

MEDIUM 

TYPE 

N 

LANGUAGE 

3168 

pesticides 

laboratory notes 

0.003 

R021 

computer tape 

3 

German 




0.003 

R806 

computer tape 

3 

German 




0.004 

R021 

binder 

1 

German 



report 

0.001 

R017 

book 

1 

English 

3170 

product devel. 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.004 

R021 

binder 

1 

German 



report 

0.001 

R017 

book 

1 

English 

3171 

new bioassays 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.012 

R021 

binder 

3 

German 



protocol 

0.002 

R017 

book 

2 

Eng 1ish 

3173 

product devel. 

1aboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.004 

R021 

binder 

1 

German 



protocol 

0.001 

R017 

book 

1 

Eng 1ish 



report 

o.doi 

R017 

book 

1 

Eng 1ish 



sample material 

0.001 

806 

can 

1 

- 




0.020 

806 

container 

1 

- 

3174 

product devel. 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R606 

computer tape 

1 

German 




0.004 

R021 

binder 

1 

German 



protocol 

0.001 

R01 7 

book 

1 

Eng 1ish 



report 

0.001 

R017 

book 

1 

Eng 1ish 



sample material 

0.001 

806 

can 

1 

- 




0.020 

606 

container 

1 

- 

3175 

product devel. 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.004 

R021 

binder 

1 

German 



protocol 

0.001 

R017 

book 

1 

Eng 1ish 



report 

0.001 

RD17 

book 

1 

Eng 1ish 



samp 1e material 

0.001 

806 

can 

1 

- 




0.020 

806 

container 

1 

- 

3176 

product devel. 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.004 

R021 

binder 

1 

German 



protocol 

0.001 

R017 

book 

1 

Eng 1ish 



report 

0.001 

R017 

book 

1 

Eng 1ish 



sample material 

0.001 

806 

can 

1 

- 




0.020 

806 

container 

1 

- 

3177 

product devel. 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.004 

R021 

binder 

1 

German 



protocol 

0.001 

R017 

book 

1 

English 



report 

0.001 

R017 

book 

1 

English 



sample material 

0.001 

806 

can 

1 

- 




0.020 

806 

container 

1 

- 

3176 

product devel. 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 


C9&J.T68Z0Z 


Source: https://www.industrydocuments.ucsf.edu/docs/yjvkOOOO 
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RECORD 
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QUANTITY 

(M3) 

LOCATION 

MEDIUM 

TYPE 

N 

LANGUAGE 

3178 

product devel. 

laboratory notes 

0.001 

R806 

computer tape 

1 

German 




0.004 

R021 

binder 

1 

German 



protocol 

0,001 

R017 

book 

1 

English 



report 

0.001 

R017 

book 

1 

English 



sample material 

0.001 

806 

can 

1 





0.020 

806 

container 

1 

- 

3179 

new products 

histopath. slides 

0.037 

400 

box 

37 

_ 



laboratory notes 

0.002 

R021 

computer tape 

2 

German 




D.D02 

R806 

computer tape 

2 

German 



protocol 

0.001 

R806 

micro!iches 

1 

English 




0.003 

R017 

book 

3 

English 



sample material 

0.001 

806 

can 

1 

- 



tissue blocks 

0.015 

807 

box 

3 

_ 



wet tissues 

0.148 

807 

g1 assjar 

148 

- 

3160 

product devel. 

laboratory notes 

0.001 

RD21 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 

3181 

new products 

protocol 

0.001 

R01 7 

book 

1 

Eng 1ish 



sample material 

0.002 

806 

can 

2 

- 

3182 

product devel. 

protocol 

0.001 

021 

micro!iches 

1 

Eng 1ish 




0.001 

806 

micro!iches 

1 

Eng 1ish 




0.002 

R017 

book 

2 

Eng 1ish 



sample material 

0.001 

806 

can 

1 

- 

3183 

product devel, 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R8D6 

computer tape 

1 

German 



protocol 

0.001 

R017 

book 

1 

Eng 1ish 




0.001 

R806 

microfiches 

1 

Eng 1ish 

3184 

product devel. 

laboratory notes 

0.012 

R021 

binder 

3 

German 

3185 

new bioassays 

protocol 

0.001 

R017 

bock 

1 

Eng 1ish 

3167 

product devel. 

histopath. slides 

0.033 

400 

box 

33 




laboratory notes 

0.002 

R021 

computer tape 

2 

German 




0.002 

R6D6 

computer tape 

2 

German 




0.008 

400 

binder 

2 

German 




0.072 

R021 

binder 

18 

German 



protocol 

0.002 

R017 

book 

2 

English 




0.002 

R8D6 

microfiches 

2 

English 



report 

0.005 

R017 

book 

5 

English 




0. DOS 

R021 

microfiches 

8 

English 



tissue blocks 

0.010 

807 

box 

2 

- 



wet tissues 

0.203 

807 

glassjar 

203 

- 

3190 

product devel. 

laboratory notes 

0.002 

R021 

computer tape 

2 

German 




0.002 

R806 

computer tape 

2 

German 



protocol 

0.001 

R017 

book 

1 

English 



sample material 

0.001 

806 

can 

1 

_ 

3191 

product devel. 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 



protocol 

0.001 

R017 

book 

1 

English 



report 

0.001 

R017 

book 

1 

English 



sample material 

0.020 

806 

container 

1 



fc92iT6SZ02 


Source: https://www.industrydocuments.ucsf.edu/docs/yjvkOOOO 
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RECORD 
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QUANTITY 

CM3) 

LOCATION 

MEDIUM 

TYPE 

N 

LANGUAGE 

3192 

product devel. 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 



protocol 

0.001 

R017 

book 

1 

English 



sample material 

0.004 

806 

can 

4 

- 

3193 

product devel. 

protocol 

0.001 

R017 

book 

1 

English 



report 

0.001 

R017 

book 

1 

English 

3194 

new bioassays 

protocol 

0.001 

R017 

book 

1 

English 

3196 

new bioassays 

protocol 

0.001 

R017 

book 

1 

English 

3197 

new products 

histopsth. slides 

0.051 

400 

box 

51 

- 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 ' 

computer tape 

1 

German 



protocol 

0.001 

R021 

microfiches 

1 

Eng 1ish 




0.002 

R017 

book 

2 

Eng 1ish 



tissue blocks 

0.015 

807 

box 

3 

- 



wet tissues 

0.210 

807 

g1 assjar 

210 


3198 

product devel. 

protocol 

0.001 

R017 

book 

1 

Eng 1ish 



report 

0.001 

R017 

book 

1 

English 

3200 

new bioassays 

protocol 

0.001 

R017 

book 

1 

English 



sample material 

0.002 

806 

can 

2 

— 




0.003 

806 

can 

3 

- 

3201 

new products 

laboratory notes 

0.001 

RD21 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 

3204 

new products 

histopath. slides 

0.013 

400 

box 

13 

- 



protocol 

0.002 

R017 

book 

2 

Eng 1ish 




0.002 

R021 

microfiches 

2 

Eng 1ish 



tissue blocks 

0.005 

807 

box 

1 

_ 

3206 

new products 

protocol 

0.001 

021 

microfiches 

1 

Eng 1ish 




0.001 

806 

microfiches 

1 

Eng 1ish 




0.001 

R017 

book 

1 

Eng 1ish 



sample material 

0.002 

806 

can 

2 

- 

3207 

new products 

protocol 

0.001 

R017 

book 

1 

Eng 1ish 



report 

0.001 

R01 7 

book 

1 

English 

3208 

product devel. 

protocol 

0.001 

021 

microfiches 

1 

English 




0.001 

806 

microfiches 

1 

English 




0.001 

R017 

book 

1 

Eng 1ish 



sample material 

0.001 

806 

can 

1 

- 




0.001 

021 

microfiches 

1 

~ 




0.001 

806 

microfiches 

1 

- 




0.001 

RD17 

book 

1 

- 

3209 

product devel. 

sample material 

0.002 

806 

can 

2 

- 




0.001 

021 

microfiches 

1 

- 




0.001 

806 

microfiches 

1 

- 




0.001 

R017 

book 

1 

- 

3211 

product devel. 

sample material 

0.001 

806 

can 

1 

- 

3212 

new products 

sample material 

0.001 

806 

can 

1 

- 


, v , * ? 


0.001 

021 

microfiches 

1 

- 




D .001 

806 

microfiches 

1 

- 




0.001 

R017 

book 

1 




Source: https://www.industrydocumerits.ucsf.edu/doc^/yjvkOOOO 
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QUANTITY 
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N 

LANGUAGE 

3213 

new products 

sample material 

0.001 

806 

can 

1 

_ 

5002 

-new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

5005 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

5006 

single components 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

5006 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

5009 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

5013 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

501*4 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

5018 

new bioassays 

laboratory notes 

0.004 

R021 

binder 

1 

German 



report 

0.001 

R017 

book 

1 

English 

5020 

single components 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

5 022 

product devel. 

laboratory notes 

0.008 

F17.4 

binder 

2 

German 

5023 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

5027 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

5030 

single components 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

5033 

single components 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

5037 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

5038 

new bioassays 

documentation 

0.002 

R017 

book 

2 

English 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.004 

F17.4 

binder 

1 

German 




0.004 

R021 

binder 

1 

German 

5043 

biokinetics 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

5044 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

5045 

new bioassays 

laboratory notes 

0.008 

F17.4 

binder 

2 

German 

5048 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

5049 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

5050 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

5051 

new bioassays 

histcpath. slides 

0.001 

17.5 

box 

1 

- 




0.015 

400 

box 

15 

- 



laboratory notes 

0.004 

400 

binder 

1 

German 




0.004 

R021 

binder 

1 

German 



tissue blocks 

0.005 

17.5 

box 

1 

- 



wet tissues 

0.023 

807 

glassjar 

23 

- 

5052 

new bioassays 

laboratory notes 

0.001 

RD21 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.004 

F17.4 

binder 

1 

German 

5053 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

5054 

new bioassays 

documentation 

0.001 

R017 

book 

1 

English 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

RS06 

computer tape 

1 

German 




0.008 

F17.4 

binder 

2 

German 

5056 

new bioassays 

laboratory notes 

0.020 

F17.4 

binder 

5 

German 

5058 

new products 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

RS06 

computer tape 

1 

German 




0.004 

R021 

binder 

1 

German 

506D 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

5061 

single components 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 


99Z4T68202 


Source: https://www.industrydocuments.ucsf.edu/docs/yjvkOOOO 
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5061 

single components 

laboratory 

notes 

0.001 

RB06 

computer tape 

1 

German 





0.008 

F17.4 

binder 

2 

German 

5066 

new bioassays 

1aboratory 

notes 

0.001 

R021 

computer tape 

1 

German 





0.001 

R806 

computer tape 

1 

German 





0.004 

R021 

binder 

1 

German 

5070 

new bioassays 

laboratory 

notes 

0.002 

F17.4 

computer tape 

2 

German 





0.006 

F17.4 

binder 

2 

German 

5072 

new bioassays 

1aboratory 

notes 

0.004 

F17.4 

binder 

1 

. German 

5074 

new bioassays 

histop ath. 

slides 

0.005 

400 

box 

. - 5 




1aboratory 

notes 

0.004 

400 

binder 

1 

German 





0.004 

F17.4 

binder 

1 

German 



tissue blocks 

0.005 

17.5 

box . - 

1 

- 

5075 

new bioassays 

1aboratory 

notes 

0.008 

F17.4 

binder 

2 

German 

5078 

single components 

1 aboratory 

notes 

0.004 

F17.4 

"binder 

1 

German 



tissue blocks 

0.005 

17.5 

box 

1 

- ' 

5080 

new bioassays 

1aboratory 

notes 

0.004 

F17.4 

binder 

1 

German 

5081 

new bioassays 

1aboratory 

notes 

0.004 

F17.4 

binder 

1 

German 

5082 

single components 

1aboratory 

notes 

0.004 

F17.4 

binder 

1 

German 

5U83 

new bioassays 

histop ath. 

slides-.-. 

0.001 

17.5 

box 

1 

- 



tissue bLocks 

0.001 

17.5 

bag 

1 

- 



wet tissues 

0.002 

807 

r glassjar 

2 

- 

5085 

single components 

•histop ath. 

si ides 

D.D30 

400 

box 

30 

_ 



laboratory 

notes 

0.004 

400 

binder 

1 

German 

5067 

new bioassays 

histopath. 

slides 

0.021 

400 

box 

21 

- 


■ 

1aboratory 

notes 

0.004 

400 

binder 

1 

German 

5086 

new bioassays 

1aboratory 

notes 

0.004 

FI 7.4 

binder 

1 

German 

5089 

,new bioassays 

1aboratory 

notes : 

0.004 

F17.4 

binder 

1 

German 

5091 

biokinetics 

1aboratory 

notes 

0.001 

R021 

computer tape 

1 

German 





0.001 

R806 

computer tape 

1 

German 





0.004 

R021 

binder 

1 

German 

5095 

new bioassays 

1aboratory 

notes 

0.004 

F17.4 

binder 

1 

German 

5097 

new bioassays 

1aboratory 

notes 

0.004 

F17.4 

binder 

1 

German 

5099 

new bioassays 

1aboratory 

notes 

0.002 

R021 

computer tape 

2 

German 





0.002 

R806 

computer tape 

2 

German 





0.006 

R021 

binder 

2 

German 



report 


0.001 

R017 

book 

1 

English 

5100 

new bioassays 

laboratory 

notes 

0.004 

F17.4 

binder 

1 

German 

5107 

single components 

1aboratory 

notes 

0.004 

R021 

binder 

1 

German 

5109 

single components 

1aboratory 

notes 

0,004 

F17.4 

binder 

1 

German 

5114 

biokinetics 

1 aboratory 

notes 

0.001 

R021 

computer tape 

1 

German 





0.001 

R806 

computer tape 

1 

German 

5115 

new bioassays 

1aboratory 

notes 

0.004 

F17.4 

binder 

1 

German 

5116 

new bioassays 

1aboratory 

notes 

0.001 

R021 

computer tape 

1 

German 





0.001 

R806 

computer tape 

1 

German 





0.020 

R021 

binder 

5 

German 

5118 

new bioassays 

1 aboratory 

notes 

0.004 

F17.4 

binder 

1 

German 

5123 

single components 

laboratory 

notes 

0.001 

R021 

computer tape 

1 

German 





0.001 

R806 

computer tape 

1 

German 


4924TS820Z 


Source: https://www.industrydocuments.ucsf.edu/docs/yjvkOOOO 
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5123 

single components 

laboratory notes 

D.0D8 

R021 

binder 

2 

German 

5125 

new bioassays 

documentation 

0-001 

R017 

book 

1 

English 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape. 

1 

German 




0.004 

R021 

binder - . 

1 

German 

5127 

pesticides 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 

•5128 

new bioassays 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

RS06 

computer tape 

1 

German 




0.004 

R021 

binder 

1 

German 

5129 

new bioassays 

laboratory notes 

D .001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.004 

R021 

binder 

1 

German 

5136 

new bioassays 

laboratory notes 

0.004 

021 

binder 

1 

German 

5135 

sing 1e components 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.004 

R021 

binder 

1 

German 

5140 

single components 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

6erman 

5142 

biokinetics 

1aboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 

5144 

biokinetics 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0,004 

R021 

binder 

1 

German 

5145 

biokinetics 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 

5149 

biokinetics 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 

5152 

biokinetics 

1aboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 

5153 

new bioassays 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.004 

R021 

binder 

1 

German 

5155 

new bioassays 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.004 

R021 

binder 

1 

German 

5157 

single components 

laboratory notes 

0.004 

R021 

binder 

1 

German 

5158 

new products 

laboratory notes 

0.004 

R021 

binder 

1 

German 



sample material 

0.002 

806 

can 

2 

- 

5159 

new bioassays 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.012 

R021 

binder 

3 

German 



report 

0.001 

R017 

book 

1 

English 

5160 

new bioassays 

laboratory notes 

0.002 

R021 

computer tape 

2 

German 




0.002 

R80o 

computer tape 

2 

German 




0.016 

R021 

binder 

4 

German 



report 

0.001 

R017 

book 

1 

English 

5165 

new bioassays 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 


S9&J.T68K0Z 


Source: https://www.industrydocuments.ucsf.edu/docs/yjvkOOOO 
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5165 

new bioassays 

laboratory notes 

0 . 001 

R806 

computer tape 

1 

German 

5166 

new bioassays 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 



report 

0.001 

R017 

book 

1 

English 

5167 

new bioassays 

laboratory notes 

0.001 

R608 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.002 

R021 

computer tape 

2 

German 




0.02S 

RD21 

binder 

7 

German 



report 

0.001 

R017 

book 

1 

Eng 1ish 

5166 

new bioassays 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.004 

R021 

binder 

1 

German 

5170 

new bioassays 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.004 

R021 

binder 

1 

German 



report 

0.001 

R017 

book 

1 

English 

5171 

new bioassays 

laboratory notes 

0.003 

R021 

computer tape 

3 

German 




0.003 

R806 

computer tape 

3 

German 




O.OOS 

R021 

binder 

2 

German 



report 

0.001 

R017 

book 

1 

Eng 1ish 

5172 

new bioassays 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 

5173 

new bioassays 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.020 

R021 

binder 

5 

German 

5174 

new products 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




■ 0.001 

R806 

computer tape 

1 

German 



report 

0.001 

R017 

book 

1 

Eng 1ish 

5177 

single components 

laboratory notes 

0.004 

R021 

binder 

1 

German 



protocbl 

0.001 

R017 

book 

1 

Eng 1ish 



sample material 

0.020 

806 

container 

1 

_ 

5178 

new bioassays 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.004 

R021 

binder 

1 

German 

5160 

new bioassays 

laboratory notes 

0.002 

R021 

computer tape 

2 

German 




0.002 

R8D6 

computer tape 

2 

German 




0.008 

R021 

binder 

2 

German 



protocol 

0.001 

R017 

book 

1 

English 



report 

0.002 

R017 

book 

2 

English 



sample material 

0.020 

806 

container 

1 

- 

5184 

new bioassays 

laboratory notes 

0.004- 

RP21 

binder 

1 ■ 

German 

5186 

new bioassays 

1aboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.004 

R021 

binder 

1 

German 



report 

0.001 

RQ17 

book 

1 

English 

5187 

new bioassays 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 



report 

0.001 

R017 

book 

1 

English 


69ZiT6820Z 


26 


Source: https://www.industrydocuments.ucsf.edu/docs/yjvkOOOO 





STAND: 19-N0V-93 


SEITE 


27 


1 


PROJECT 

NUMBER 

CATE60RY 

RECORD 

TYPE 

QUANTITY 

(M3) 

LOCATION 

MEDIUM 

TYPE 

N 

LANGUAGE 

5189 

pesticides 

laboratory notes 

0.003 

R021 

computer tape 

3 

German 




0.004 

R806 

computer tape 

4 

6erman 

5192 

new bioassays 

laboratory notes 

0.002 

R021 

computer tape 

2 

German 




0.002 

R806 

computer tape 

2 

German 

5195 

new bioassays 

laboratory notes 

0.002 

R021 

computer tape 

2 

German 




0.002 

R806 

computer tape 

2 

German 




0.008 

RD21 

binder 

2 

German 



. report 

0.001 

R017 

book 

1 

English 

5196 

new bioassays 

documentation 

0.001 

R017 

book 

1 

English 



.laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 

5197 

new bioassays 

documentation 

0.001 

R017 

book 

1 

English 



laboratory notes 

0.003 

R021 

computer tape 

3 

German 




0.003 

R806 

computer tape 

3 

German 

5202 

new bioassays 

laboratory notes 

0.002 

RD21 

computer tape 

2 

German 




D. 002 

R806 

computer tape 

2 

German 




0.008 

R021 

binder 

2 

German 



report 

0.001 

R017 

book 

1 

English 

5204 

new bioassays 

laboratory notes 

0.003 

R021 

computer tape 

3 

German 




0.003 

R806 

computer tape 

3 

German 

5206 

new products 

documentation 

0.001 

017 

book 

1 

English 




0.001 

021 

microfiches 

1 

English 




0.001 

806 

microfiches 

1 

English 



laboratory notes 

0.002 

R021 

computer tape 

2 

German 




0.002 

R806 

computer tape 

2 

German 




0.012 

R021 

binder 

3 

German 



sample material 

0.002 

606 

can 

2 

- 

5207 

new bioassays 

laboratory notes 

0.002 

R021 

computer tape 

2 

German 




0.002 

R806 

computer tape 

2 

German 

5210 

new bioassays 

laboratory notes 

0.004 

R021 

computer tape 

4 

German 




0.004 

R806 

computer tape 

4 

German 

5212 

new bioassays 

laboratory notes 

0.002 

R021 

computer tape 

2 

German 




0.002 

RB06 

computer tape 

2 

German 

5213 

new bioassays 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 

5214 

new bioassays 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 



report 

0.001 

R017 

book 

1 

English 

5215 

new bioassays 

laboratory notes 

0.002 

R021 

computer tape 

2 

German 




0.002 

R806 

computer tape 

2 

German 

5216 

new bioassays 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 

5219 

new bioassays 

documentation 

0.001 

R017 

book 

1 

English 




0.001 

R806 

microfiches 

1 

English 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.012 

R021 

binder 

3 

German 

5221 

new bioassays 

documentation 

0.001 

R017 

book 

1 

English 


0'.&J.T68ZOg 


Source: https://www.industrydocuments.ucsf.edu/docs/yjvkOOOO 
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5221 

new bioassays 

laboratory notes 

0-001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 




0.004 

R021 

binder 

1 

German 

5229 

new products 

laboratory notes 

0.012 

R021 

binder 

3 

German 



protocol 

0.001 

R017 

book 

1 

English 



report 

0.001 

R017 

book 

1 

English 



sample material 

0.001 

322 

can 

1 

- 

5230 

new products 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 



* " 

0.001 

R806 

computer tape 

1 

German 

5231 

new bioassays 

documentation 

0.001 

017 

book 

1 

English 




0.001 

021 

microfiches 

1 

English 




0.001 

806 

microfiches 

1 

English 



histopath. slides 

0.003 

400 

box 

3 

- 



laboratory nates 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 



protocol 

0.001 

R017 

book 

1 

English 

5232 

new bioassays 

documentation 

0,001 

R017 

book 

1 

Eng 1ish 




0.001 

R806 

microfiches 

1 

English 



1 aboratory notes 

0.002 

R021 

computer tape 

2 

German 




0.002 

R806 

computer tape 

2 

German 




0.004 

R021 

binder 

1 

German 



protocol 

0.001 

R017 

book 

1 

English 

5234 

new products 

documentation 

0.001 

R017 

book 

1 

English 



1aboratory notes 

0.002 

R021 

computer tape 

2 

German 




0.002 

R806 

computer tape 

2 

German 




0.004 

R021 

binder 

1 

German 



protocol 

0.001 

R017 

book 

1 

English 



sample material 

0.001 

322 

can 

1 

- 

5235 

new products 

documentation 

0.002 

R017 

book 

2 

English 



laboratory notes 

0.002 

R021 

computer tape 

2 

German 




0.002 

R806 

computer tape 

2 

German 




0.004 

R021 

binder 

1 

German 



protocol 

0.001 

R017 

book 

1 

English 

5236 

new bioassays 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R606 

computer tape 

1 

German 

5243 

product devel- 

documentation 

0.001 

R017 

book 

1 

English 



laboratory notes 

0.016 

R021 

binder 

4 

German 

5244 

new bioassays 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 

5249 

new bioassays 

protocol 

0.001 

R017 

book 

1 

English 

5251 

pesticides 

laboratory notes 

0.003 

R021 

computer tape 

3 

German 




0.003 

R806 

computer tape 

3 

German 

5253 

new bioassays 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 




0.001 

R806 

computer tape 

1 

German 

5256 

new products 

protocol 

0.001 

R017 

book 

1 

English 



sample material 

0.001 

806 

can 

1 

- 

9077 

new bioassays 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 


TIZIXG8Z0Z 


Source: https://www.industrydocumerrts.ucsf.edu/docs/yjvkOOOO 






